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REF ID : A521721 



CONFIDENTI AL 



March 23* ltil 



MStOJUBiW FOR 2L A flt» Utvw Thru *» P* A T* fit** 



U There wt being formntitt herewith dr&fl e psdfl ea tio as 
and drewinge cowring a pr o p o eod aod i f i eat ioa of Converter lyjn 
H»134T2» with the request that patent application be filed 
thereon la ay none for aesignseett to the War Department* 



2* The proposed modification should be considered la eon* 
Beetles with further developmental wort to he done on this 
machine by the Signal Corps Laboratoriee at Fort Monmouth 
vhen funds become available therefor on July 1* 1936* 



frilling 7* Friedman. 



Attached* 

Specifications end drawlnge* 
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Declassified and approved for release by NSA on 11-22-20.13 pursuant to E.0, 13526F j; 





REF ID : A521721 

Confidential 



April 9, 1956. 



Memorandum ?or Major Walter C. Sills ( Boom 3431) 
R & D DiY. QCSlgO 



Subject: Modification in Converter Type M-134-T2 
Improvement in Prior Patent Application 
Serial Uo. 682,096 
Invention of if r. 'fa. ?. Friedman 



1. Reference your memo, of 4-5-36 and Mr. Priedaan’s 
specification and drawing submitted with hie memo, of 3-23-36. 

2. This is an improvement on the subject-matter of the 
above application, Ser. ’io. 682,096, which application has gone 
through an extended prosecution before the United States Patent 
Office with trie result that the subject-matter has been found 
patentable and a considerable number of claims have been allowed. 

3. Since the prior art nas been quite fully developed in 
connection with the prosecution of the said application, Serial Ho. 
682,096, it can be stated with reasonable assurance that the latest 
Improvement appears to be patentabl e and a new patent application 
should be filed In the Patent Office to protect the improvement. In 
view of the relation of the improvement to the prior application, 

the new patent application should be filed with reasonable promptness. 

All papers returned. 



Charles A. Rowe, 

Patents Section, Signal Corps. 



